The Rescheduled Time-Table of CA Foundation 
December 2023 Exam 


Introduction 

In the dynamic landscape of professional examinations, adaptability becomes paramount. The 
Institute of Chartered Accountants of India (ICAI) recently announced changes to the time-table 
for the CA Foundation exams scheduled for December 2023. This shift has prompted 
candidates to recalibrate their preparation strategies with the help of some of the best ca 
foundation books and embrace the challenge with resilience. 


Understanding the Rescheduled Time-Table 

The rescheduled time-table for the CA Foundation December 2023 Exam now spans from 
December 31, 2023, to January 2, 4, and 6, 2024. Unforeseen and unavoidable circumstances 
led to these adjustments, emphasizing the need for candidates to stay informed and agile in 
their approach. 


Implications for Candidates 

For those diligently preparing for the CA Foundation exams, the altered time-table introduces 
both challenges and opportunities. This blog aims to explore the implications of this change, 
offering insights into how candidates can leverage the additional time and navigate the revised 
schedule effectively. 


CA Foundation Exam Date 2023 


The following table provides you complete schedule for the CA Foundation Exam 2023: 
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January 4, 2024 2 pm to 4pm 
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CA Foundation Admit Card for December 2023 


The Institute of Chartered Accountants of India (ICAI) has officially released the admit cards for 
the upcoming CA Foundation examination. This crucial document serves as the entry pass for 
candidates to participate in the examination process and is an essential component of exam 
readiness. Students can go to the official website of ICAI and download their admit cards. 


CA Foundation 2023 Qualifying Marks 


In the journey to becoming a Chartered Accountant, the CA Foundation qualifying marks play a 
crucial role. These marks represent the minimum threshold set by ICAI to pass the CA 
Foundation exam. To secure a pass, candidates need to aim for at least 40% in each paper and 
a total of 50% overall. 


Result Dates 


The results of the Chartered Accountants Foundation Exam, held in December 2023, will be 
revealed on February 12, 2024. You can experience the excitement firsthand by checking your 
results on the website icai.nic.in. Rest assured, this official result date has been personally 
confirmed by ICAI, and you can find all the details on their website, icai.org. 


Strategies for Success 


e Time Management: With an extended preparation period, candidates can revisit and 
reinforce their understanding of key concepts. Prioritize topics that require additional 
attention, ensuring a comprehensive review. 


e Adaptability: The ability to adapt to unforeseen changes is a hallmark of successful 
professionals. Use this rescheduled time-table as an opportunity to enhance your 
adaptive skills, an essential quality for a career in chartered accountancy. 


e Stress Management: The change in dates might evoke stress among candidates. 
Implement stress management techniques, such as regular breaks, adequate sleep, and 
mindfulness practices, to maintain a healthy mindset throughout the extended 
preparation period. 


e Resource Optimization: Evaluate your ca foundation study materials and resources 
to ensure they align with the revised time-table. Consider seeking guidance from 
mentors or tutors to optimize your study plan for the updated schedule. 


Conclusion 

The rescheduled time-table for the CA Foundation December 2023 Exam serves as a 
reminder of the unpredictable nature of professional assessments. Embracing this change with 
a positive mindset and strategic planning can lead to success. As candidates navigate through 
this revised schedule, it's essential to view it as an opportunity for growth and refinement on 
their journey to becoming chartered accountants. Stay focused, stay resilient, and let this 
adaptation be a testament to your ability to thrive in the face of change. 


